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Supplemental Inforaation related with 

Service Inforaation No. 100215 


The current OC-8 includes DCB Cable H146( Flat-Flat 
type) for OP-8. However, this cable cannot use for "0P-8M" 
(CV-DCB/MIDI Interface). Because 0P-8M has only DCB and 
MIDI Connectors, not Flat Connector. So this time, we 
changed the accessary DCB Cable of OC-8 form DCB Cable 
H146 to DCB Cable H231 ( Flat-Amphenol type) for conneciton 
with 0P-8M. 
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